Nonresponsive  Conference  Code 


From:  Snyder,  Shannon 

Location:  R6-Bridgeline- 

Importance:  Normal 

Subject:  Accepted:  Afternoon  Water  Ops  Call  (Gold  King  Mine  Spill) 


Conf-Bridge-Ln/R6-Res 


Start  Date/Time: 
End  Date/Time: 


Mon  8/10/2015  9:00:00  PM 
Mon  8/10/2015  10:00:00  PM 


4003239 


ED  000552F  00009334-00001 


